THE  Ml DDLETOWN  METHODIST  CHURCH 

ANN  «.  CATHERINE  STREETS,  Ml  DDLETOWN,  PENNA. 
It  happy  for  your  visit  and  extendi  an  invitation  to  come 
again.    If  you  are  a  new  resident,  we  would  be  happy 
to  have  you  make  this  your  church  home.    Methodism  <j 
began    here   in    1780.     Churches   were   erected    in   1815,  c 
1832  and  the  present  structure  in  1883.    Sunday  Schools  £ 
were   started    in    1857   and    1862   and    in    1882  Union 
Sunday  School   became  Riverside.    The  pictured  chancel  3 
was  erected  in  1948,  and  the  Education  Building  in  1956.  £ 
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